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HOWARD   H.   ROSS,

Complainant

v.

HIGHLAND   COAL  COMPANY,

Respondent

DISCRIMINATION  PROCEEDING
Docket No.   KENT  87-43-D
BARB   CD   86-83
Surface No.   1 Mine

ORDER   OF  DISMISSAL

On May  20,   1987,  Counsel  for  both  Parties   jointly filed a
settlement   in which they  indicated  that  all matters  in this  case
are  settled,   and  that they agreed for  a dismissal with prejudice

Accordingly,   it  is  ORDERED  that  this  case   is  dismissed with
prejudice.

Avram Weisberger
Administrative  Law Judge
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